September 18, 2013 


Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motels in the 
upper kitchen cabinets 
above the sink and 
counter top. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 













September 18, 2013 


Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motel underneath 
the kitchen sink. The 1st 
picture was taken in 
the afternoon and the 2nd 
picture in the evening. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 




September 18, 2013 



Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motels in the 
upper kitchen cabinets 
above the sink and 
counter top. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 









September 18, 2013 

Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels next to 
the gas stove/oven. 

The pilot light for the store 
and the bottom stove thing 
was never turned on by 
the gas company. The oven 
was never used. 

The day after 2nd eviction 
court 9/17/2013 

These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 
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September 18, 2013 

Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels next to 
the refrigerator in the 
kitchen on the floor. 

One has a baby cockroach, 
the other none. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 






September 18, 2013 


Cockroach infestation 
in the kitchen. 

Checked for cockroaches 
and found 1 cockroach, 

I think it was the bottom 
shelf in the kitchen 
cabinet, because in the 
bottom picture there is more 
cockroaches the 1st two 
pictures were taken in 
the afternoon and the last 
one in the evening. 

The day after 2nd eviction 
court 9/17/2013 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 







September 18, 2013 


Cockroach infestation 
in the kitchen. 

Cockroaches caught 
in the cockroach motel 


The day after 2nd 
eviction court 9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 












September 18, 2013 


pictures of my hard 
drives in the cabinet 
where they were 
kept in the hallway. 


wo identical 
hard drives that 
stopped working 


Two identical 
hard drives next 
to each other 
but there is only 
one. 






